To:  Daguillard,  Robert[Daguillard. Robert@epa.gov] 

From:  Daniel  Bloom 

Sent:  Mon  8/10/2015  4:52:41  PM 

Subject:  Gold  King  Mine  Spill 

Dear  Mr.  Daguillard, 


Does  EPA  have  an  updated  assessment  of  the  amount  of  mine  wastewater  that  was  spilled  into 
the  Animas  River  on  August  5?  New  reports  are  saying  it  is  around  3 million  gallons  but  is  there 
any  updated  assessment  showing  which  heavy  metals  might  have  been  in  the  wastewater? 


Also,  I need  to  know  if  an  updated  press  release  has  been  issued  by  EPA’s  regional  administrator 
Shaun  McGrath  with  more  information  about  the  Gold  King  Mine  Spill.  I seem  to  be  finding 
only  week-old  information  at  this  point. 


Finally,  I was  told  there  is  a press  call  with  media  today  with  updates  about  the  spill.  How  do  I 
listen  in  on  that  call?  I cannot  seem  to  find  anything  on  Region  8’s  website  or  the  main  EPA 
website  about  this.  Thanks! 


Sincerely, 


Daniel  Bloom 
Energy  Reporter 
CQ  Roll  Call 
(202)  650-6843 

danlelbloom@cqrollcall.com 
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This  e-mail  may  contain  confidential  material.  If  you  are  not  an  intended  recipient,  please  notify  the  sender  and  delete  all  copies.  It 
may  also  contain  personal  views  which  are  not  the  views  of  CQ  Roll  Call  or  its  owner,  The  Economist  Group  We  may  monitor  e-mail 
to  and  from  our  network.  For  company  information  go  to  http://legal.economistgroup.com. 
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